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World's Largest Producer of Window Glass 
GENERAL, OFFICES: PITTSBURGH. PA. BRANCHES IN PRINCIPAL CITIES 


Pure Quartz 

transmits more of the ultra-violet, 
health-giving rays of the sun than 
any other substance. 


Quartz-Lite Glass 
contains\ the highest percentage of 
Pure Quartz found in any clear 
glass used for windows. 


The Low Price 


of Quartz-Lire glass makes it prac- 
tical and economical for use in 
every window. 


BRING IN THE SUNLIGHT OF HEALTH WITH QuARTZ-LITE GLASS _ 
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can be used in 


Homes Schools 
Factories 
Playrooms 


Hospitals 
Sun Parlors 


Hotels 
Office Buildings 
Public Buildings 


at a price within the reach of all 
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Other Products 


AMERICAN WINDOW GLASS CO. 


Window Glass 


The window glass manufactured by this company, 
known to the trade as “The BEST Glass,” is uniformly 
flat, with a perfectly smooth surface and a brilliant lustre 
unequalled by any other window glass. The American 
Window Glass Company’s standard of grading for 
quality is the recognized standard for the United States 
and is higher than foreign standards. ““The BEST Glass” 
shows less distortion, has greater tensile strength, and 
will withstand greater wind pressure than any other 
clear glass used for windows. 


Crystal Sheet Window Glass 


All window glass manufactured by this company, heav- 
ier than single or double strength, such as 26 02., 29 02., 
34 0z., and 39 oz. or %6th glass is known to the trade and 
- sold as crystal sheet. 

Crystal sheet glass possesses a brilliant surface, is of 
uniform thickness and approximates the flatness of plate 
glass. It is an acceptable substitute for a great many uses 
and is lower in price than polished plate. Being a lighter 
product than plate.glass, approximately 25% of the cost 
of sash weights can be saved by its use. 


Picture Glass 


The American Window Glass Company is the sole 
producer in this country of 16 oz. picture glass in selected 
and superfine qualities. This, product is generally recog- 
nized as the finest picture glass in the world. 


Photo Glass 


This company manufactures photo glass for camera use, 
lantern slides and glass for diagnostic X-ray plates. 


Ground Glass and Chipped Glass 


Weare also manufacturers of ground and chipped glass 
in plain and fancy designs. 


Identification Labels 


Each light of single strength and double strength AA 
Quality and A Quality window glass, as well as selected 
and superfine quality picture glass of the American 
Window Glass Company’s manufacture, is labeled for 
the protection of the purchaser. In the case of picture 
glass the label appears upon the paper between the lights. 


Suggested Specifications for Other 
Than Quartz-Lite Glass 


“All window glass to be used in this building shall be 
the American Window Glass Company’s make or equal 
thereto and shall be (here specify the thickness and 
quality of glass desired). All “A”* Quality glass furnished 
must have the manufacturer’s label on each light.” 

If the American Window Glass Company’s glass is 
specified, the company will follow up the installation, 
whenever requested, without expense to the party re- 

uesting this service and report whether the glass 
furnished is the kind, quality, and thickness specified. 


ERICAN WINDOW GLASS CO. 


World's Largest Producer of Window 
GENERAL OFFICES: PITTSBURGH. PA. BRANCHES IN PRINCIPAL CITIES 
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, FLAT GLASS 


graded to a high standard and of brilliant lustre 


Suitable for the finest 
buildings 


Therapeutic Value of Sunlight 


Physicians and scientists in general have long recognized 
the therapeutic value of sunlight and particularly of the 
ultra-violet rays of the sun. Its use as a curative has been 
limited, owing to the very great amount of time we 
necessarily spend indoors and the fact that most glass 
used for windows will not transmit the health-giving 
rays to any appreciable extent. 

In general terms, the action of sunlight is the animation 
of nature. Scientific tests have proved the therapeutic 
value of sunlight in the treatment of anemia, scrofula, 
rickets, tuberculosis, and metabolic diseases. It has also 
been proved of great value to growing children and to 
the general health of adults as\well. 

One well known authority states that the gold of heal- 
ing may be found everywhere the sun shines. 


Sunlight Destroys Germs 

Theultra-violet rays of the sun arénow definitely known 
to be a preventive of disease through the destruction of 
germs and bacteria which physicians recognize as the 


Solowin priceitcanbe 
used in every window 


source of most ailments to which the human race is subject. 


Germs simply cannot live and propagate when exposed ° 


to unabsorbed light; the extraordinarily strong germicidal 
action of sunlight plays no small part in its therapeutic 
effect. 

Tuberculosis germs in particular are very quickly de- 
stroyed when exposed to ultra-violet rays. 


The Sun’s Rays 


The use of the radio has familiarized us in a general way 
with the term wave lengths, some short—some long. 
The rays of the sun may be described as being broadcast 
in short and long wave lengths of varying degrees of 
intensity. These rays range in color from the effective 
ultra-violet—or the shorter wave lengths—to the in- 
visible infra-red, or the long heat waves. 

Between these two extremes of the sun’s spectrum we 
have the visible rays—violet, indigo, blue, green, yellow, 
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health-giving 


Glaze every window 
with Quartz-Lite 


orange and red, which combine to make white light, or 
daylight, as we see it. 

The curative power of light lies, however, in the rays 
of the shorter wave lengths; in other words, the blue and 
ultra-violet rays are-the most effective rays in the pro- 
motion of health. 


Ultra-Violet Rays 


The effective ultra-violet rays liewithina comparatively 
small range of the sun’s spectrum, but their transmission 
is not limited to the direct rays of the sun as there is a 
wealth of these health-giving rays in the reflected light 
from the sky and the clouds. This is particularly true of 
the North light. 

It is these ultra-violet, health-giving rays that Quartz 
Lire glass transmitsin greater volume than any other clear 
glass used for windows. 


Quartz-Lite Glass 
The result of scientific research 


With moresthan fifty years’ experience in the manufac- 
ture of clear glass for windows, it is quite fitting that 
the American Window Glass Company should—through 
careful research and years of experimentation—develop 
a wonderful new 
glass which trans- 
mits the effective, 


ultra-violet rays of 
the sun—Quartz- 
Litk, the ultra- 
violet,ray glass. 

It might be 
termed an out- 
standing ac- 
complishment 
of American in- 
genuity and 
methods that it 


has been possible to attain the light transmitting prop- 
erties of Quartz-Litz and, at the same time, produce a flat 
glass of brilliant lustre, suitable for the finest buildings. 


Health-Giving Rays of the Sun 
Now Available to All 


Fused quartz has been used in a few hospitals and sani- 
tariums for transmitting the ultra-violet rays; and some 
pure quartz glass has been exploited for use in a re- 
stricted way. Arc lamps are sometimes used for genera- 
ting these rays; but the extremely high cost of these 
mediums or the necessity, as in the case of the arc lamp, 
of being used only by a trained operator, has made it 
impossible for the general public to take full advantage 
of the health-giving value of light. 

But Now, the American Window Glass Company has 
produced Quartz-Lirz, a glass that transmits the ultra- 


violet rays of light, which may be purchased at such 
a low price that it can be used in every window, not only 
of hospitals and schools, but of homes, office buildings, 
and factories as well. 

Inany type of building where more daylight and greatly 
improved health conditions are desired, glaze the entire 
building with Quartz-Lirz, the ultra-violet ray glass, 
and bring in the health-giving rays of daylight from all 
sides. 

Many factories and workrooms have been glazed with 
obscure glass with the idea (since disproved by industrial 
research) that this would compel the workers to give 
their undivided attention to the work at hand. 

Quartz-Lire glass glazed in such buildings will not 
only insure natural daylight working conditions, but will 
bring in the energizing health-giving rays of the sun 
as well. The result will be greatly improved health con- 
ditions and better work. 
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Pure Quartz transmits more of the ultra-violet 
health-giving rays of the sun than 
any other substance 


Quartz-Lite Glass contains the highest percent- 
age of Pure Quartz found in any clear 
glass used for windows 


In comparison with any other clear glass available for windows, tests prove— 


Quartz-Lite Glass transmits a greater 
volume of the ultra-violet health- 
giving rays of the sun 


Quartz-Lite Glass transmits a greater vol- 
ume of the infra-red rays of 
the sun 


Quartz-Lite Glass transmits 
more daylight 


Iron-arc light tests show that Quartz- 
Lite Glass transmits light to the ex- 
treme limits of the sun’s spectrum 

and even beyond 


Quartz-Lite Glass transmits the rec- 
ognized effective range of the ultra- 
violet rays of the sun necessary 
for heliotherapy 


The foregoing statements regarding the properties of Quartz-Lite Glass are 
based upon the results of scientific investigations made by Dr. F. L. Bishop, 
Dean of the School of Engineering, University of Pittsburgh; Dr. George Win- 
chester, Professor of Physics, Rutgers University, New Jersey; Dr. O. S. Duffen- 
dach, Professor of Physics, University of Michigan; United States Bureau of 


Standards and others. 


The American Window Glass Company guarantees 
every pane of Quartz-Lite Glass 


PRICE—The price of Quartz-Lirz Grass to the consumer is 50 cents per square foot. 
Much less than plate glass and slightly more than ordinary window glass. 


AMERICAN WINDOW GLASS CO. 


World's Largest Producer of Window Glass 
GENERAL OFFICES: PITTSBURGH. PA. BRANCHES IN PRINCIPAL CITIES 
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Quality 

Quartz-Litt glass is produced in only one quality, It is 
a perfectly clear, flat glass of brilliant lustre, graded to a 
high standard suitable for the finest buildings. 


Tensile Strength 

Tests of the physical properties of Quartz-Lite glass 
demonstrate its superiority over all clear glass used for 
windows. It has greater tensile strength than plate glass, 
rolled glass, or window glass produced by any other 
manufacturer. 


Resistance to Wind Pressure 


Quartz-Litt glass in the sizes recommended will with- 
stand greater wind pressure than required by architects 
and engineers. 


Chemical Properties 


Quartz-Litt glass is less hygroscopic; that is to say, it 
sweats less readily than other glass. This is due to its 
chemical composition, which produces a glass less sus- 
ceptible to discoloration, fade, rust or stain than any clear 
glass for windows produced by any other manufacturer. 


Flatness 


Our recently perfected process of flattening is employed 
in the manufacture of Quartz-Lite glass, thus assuring 
that each and every light of this glass is flat. (We are the 
only manufacturers thus far able to make glass sufficiently 
flat for use as camera and X-ray plates.) 


Thickness and Sizes 


Quartz-Lite glass is about 2 mm. in thickness and is 
made in all sizes not exceeding 5 square feet. 


Price 

Quartz-Lite costs much less than plate glass and very 
littlemorethanordinary window glass. The priceofQuartz- 
Liter glassis socents persquare foot, f.o.b. Pittsburgh, Penn- 
sylvania, with freight allowed by cheapest route to all 
points in the United States when packed in standard 
packages. A standard package of Quartz-Lite glass con- 
tains 50 square feet of one size. On orders packed less than 
50 square feet to the 
case a charge of 
$1.00 for each pack- 
age is made — the 
transportation to be 

paid by the pur- 

chaser. / 


Guarantee 


The American 
Window Glass 
Company guar- 
antees every 
pane of Quartz- 
Lite glass. 
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This Label for Your Pictedini 


Each light of Quartz-LitE 
glass is labeled with a special 
label as shown herewith. As 
an added protection against 
substitution, the letters Q-L 
are etched on each light. This 
etching is located close to the 
edge so that it will not disfigure 
the glass or interfere with the 
transmission of light. 


In a Sealed Envelope 

Asa further mark of identification and protection, all 
Quartz-Lite glass is wrapped in a special violet-colored 
sealed envelope with paper between the lights. The 
special label, the etched Q-L, and the violet-colored en- 
velope make it impossible to confuse Quartz-Lite glass 
with any other glass. 


Packing 

Quartz-Lite glassis packed in special extra-heavycases, 
padded with long rye straw to prevent breakage in 
transit. With these precautions each shipment should 
reach its destination in perfect condition. 


Suitable for Glazing 

Quartz-Litt glass is suitable and economical for glazing 
windows in any type of building where more daylight 
and improved health conditions are desired. Quartz 
Lite glass not only brings indoors the health-giving, 
ultra-violet rays of daylight, but being a perfectly clear 
high quality glass with a beautiful lustre, will materially 
add to the appearance of the finest building. 


Glazing 


Quartz-Litez glass should always be glazed with the 
label side out. 


Instructions for Ordering 
Quartz-Lite Glass 

Quartz-Lire glass may be ordered in any quantities 
from any responsible jobber or dealer in the United States 
or direct through the general offices of the American 
Window Glass Company, Pittsburgh, Pennsylvania, or 
any of our branch offices. Our Specification Department 
will welcome inquiries in connection with proposed 
buildings or those in course of construction and will 
co-operate with you to the fullest extent in attaining 
the greatest measure of results possible with the use 
of this new glass. 


Suggested Specifications 

“All windows in this building shall be glazed with 
QuartzLirte glass, a product of the American Window 
Glass Company, the manufacturer’s identification label 
and the etched Q-L symbol to appear on each light.” 
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All clear glass admits some Some clear glass admits Quartz-Lite Grass admits a 
visible sun rays or part of the ultra- greater volume of the ultra- 
daylight violet rays violet health-giving rays of 


the sun than any clear glass 
available for windows 
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District Sales Offices 


NEW YORK, N. Y. ST. LOUIS, MO. SAN FRANCISCO, CAL: 
BOSTON, MASS. ATLANTA, GA. NEW ORLEANS, LA. 
CHICAGO, ILL. MEMPHIS, TENN. 


Export Offices 


SAN JUAN, PORTO RICO. HAVANA, CUBA 
Factories 
ARNOLD, PA. JEANNETTE, PA. BELLE VERNON, PA. 
KANE, PA. MONONGAHELA CITY, PA. HARTFORD CITY, IND. 
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